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Message Text 

CONFIDENTIAL 

PAGE 01 TRIPOL 00754 090821Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

090838Z 128618/10 

R 090755Z JUN 77 
FM AMEMBASSY TRIPOLI 
TO SECSTATE WASHDC 4457 

CONFIDENTIAL TRIPOLI 0754 

E.O. 11652: GDS 
TAGS: ASEC, AFSP 

SUB J : REQUEST FOR SEABEE ELECTRICI AN/MECHN AIC 
REF: TUNIS A-016, TRIPOLI A- 11 

1 . THE EMBASSY HAS BEEN UNABLE TO EFFECT REPAIRS TO ITS 
EMERGENCY GENERATOR AND REQUESTS THAT A SEABEE BE SENT TO 
REPAIR GENERATOR. THE GENERATOR IS A STAMFORD. TYPE C-20A, 

20 KVA. 220 VOLT, 3 PHASE, WITH A CAPACITY OF 52.5 AMPS. 

2. FYI EMBASSY DOUBTS THAT US MILITARY PERSONNEL WOULD BE 
GRANTED VISA TO ENTER LIBYA. THEREFORE, PERSONNEL SHOULD BE 
SENT UNDER STATE COVER WITH INSTRUCTIONS THAT US MILITARY 
ID SHOULD NOT RPT NOT BE BROUGHT TO LIBYA. 

CARLE 


CONFIDENTIAL 
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